Newark CORE 
806 BERGEN STREET 
NEWARK NEW JERSEY 


The last meeting of Newark CORE was held on August 15, 1961 at 806 
Bergen Street in Newark, N.J.. The meeting was called to order at 9:00PM 
By Mr, Clarence Pace, chairman of the &ction Committee, 

The minutes from the previous meeting were read and accepted, 

A general discussion of the Hannah case was then carried on, 

The chair was then turned over to John Perry, the vice chairman, 

An announcement was made that the National CORE convention was to 
be held in Washington, D.C, from September 1 thru September 4, Volunteers 
were then enlisted to attend the convention, 


A list of volunteers was taken for picketing the City Hall. 


The meeting adjourned at 10:20, 


| Respectfully submitted, 


hex L= 


Tane ia D. Carter 
Sec'y. 


